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their whole lines were in our possession, and a
corps consisting of sixteen thousand men in all,
had been annihilated in six hours, without shed-
ding one drop of blood.

Ever, my dear Sir,

faithfully your obliged,

JOHN MALCOLM."
" To Lieutenant-General Harris"